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PW. D. PUBLIC HEALTH BRANCH 


The 20th June. 1970 


US 


No. 8-70 /10912 PH El.--Consequeol upon his reversion Sectional Officer Shri V. P. Gupit. 
relinquished charge of the post of Sub -Divisional Engineer Public Health Sub - Division , Nuh with effect 
from 9th February , 1970 ( F. N. ) and assumed charge of the current duties of the post of Sub -Divisional 
Engineer Public Health Sub - Division , Nuh . 


No, 8-69 10917 PHEI. Consequent upon his ad hoc promotion against the tomporary post of sub -Divi. 
sional Engincor, in the P.W.D., Public Health Branch , Hırya :1a , Shri V.P. Gupta took over charge of the Public 
Health Sub -Division , Nuh with effect from 10th February 1970 ( F.N.) and relinguished current charge of the 
post of Sub -Divisional Engineer, Public Health Sub -Division , Vuh . 


( Sd . ) 


Chief Engineer , Haryana , 


P. W. D., Public Health Branch , 


Chandigarh 
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